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HEFERENCEt 


Management Officer 

Chief, Inspection end Security Staff 

Proposed Plan for Realignment of Certain Agency 
Functions dated 3 July 1950* 



Memorandum for Chief, I & SS and other » dated 10 July 1950, 4 ■ 

Subject! Realignment of Certain Agency Functions* ' " ^ 7 


1* Paragraph U of the subject plan rtsaotaaends that the functions 
of govenwlental liaison controls and records be transferred from OCD to 
I *V.~3S, This office is prepared to carry out those functions in accordance 
Tdtth your j^coraroendatione* A preliminary survey indicates that the services 
of two additional persons will bo required in I & SS to properly carry out 
those duties* 

2* There are no security problems Involved in the realignment of 
other agency functions as recommended by tho Management Officer except the 
routine redirection of security policies and procedures which are made 
whenever any major functions are transferred from one office to another* 



SHEFFIELD EDWARDS 
Colonel, GSC 


EMW/jel 
17 July 1950 
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